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3 October 1977 


MENDRANDUSl FOR: National Foreign Intelligence Community 


SUBJECT 


: Key Director of Central Intelligence Appoi |rit1teftt 



STATINTL 

Effective 3 October 1977, Lieutenant General 
USA (Retired), is appointed Deputy to the Director of Central Intel- 
ligence for Collection Tasking. 


Distribution: 

. PRC and NFIB Principals 


STATINTL 
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